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ORIGIN NEA-10 

INFO OCT-01 EUR-12 ISO-00 PM-03 NSC-05 SP-02 SS-15 CIAE-00 

INR-07 NSAE-00 DODE-00 OMB-01 TRSE-00 EB-07 COME-00 

/063R 

DRAFTED BY NEA/ARP:PDMOLINEAUX:DRW 
APPROVED BY NEA/ARP:FMDICKMAN 

085004 

R 162240Z lUL 75 
FM SECSTATE WASHDC 
TO AMEMBASSY MUSCAT 
INFO AMEMBASSY ROME 


LIMITED OFFICIAL USE STATE 167762 

E.O. 11652: N/A 
TAGS: MASS, MU, IT 

SUBJECT: HELICOPTER MODIEICATION KITS 
REE: A)ROME 10070 B) MUSCAT 786 C) ROME 9619 

1 . B Y WAY OF CLARIFICATION REQUESTED REFTEL B, WE UNDER- 
STAND BULK OE INERARED KITS AT BELL, ET. WORTH. MODI- 
FICATION PARTS MADE BY AGUSTA BELL IN ITALY TO BE ATTACHED 
AT FT. WORTH, PRIOR TO SHIPMENT DIRECT TO OMAN. 

2. ANASTASE AND A MR. PRAEGER (REPLACING SHEPHERD AS 
SPARE PARTS DEPT. SUPERVISOR) OF BELL FT. WORTH STATE 
HAVE RECEIVED MSG EROM AGUSTA PROMISING AIR FREIGHT 
DELIVERY OF PARTS TO FT. WORTH BY JULY 20 - CONFIRMING 
INFO REPORTED BY EMBASSY ROME (REETEL C). FT. WORTH 
FULLY AWARE OF URGENCY OE NEED, HAS PLANS TO EXPEDITE 
COMPLETION OF DEFLECTOR KITS AND TO SHIP. 
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3. DEPT. WILL ADVISE IF DELAY IN AGUSTA PARTS SHIPMENT 
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TOFT. WORTH. KISSINGER 
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